To: Gervais, Gregory[Gervais. Gregory@epa.gov] 

Cc: Fitz-James, Schatzi[Fitz-James. Schatzi@epa.gov]; Heimerman, 

Jeffrey[Heimerman. Jeff@epa.gov]; Turner, Gary[Turner. Gary@epa.gov]; Fiedler, 
Linda[Fiedler.Linda@epa.gov]; Pachon, Carlos[Pachon. Carlos@epa.gov]; Adam, 

Michael[Adam. Michael@epa.gov]; Mahoney, Michele[Mahoney. Michele@epa.gov]; Gartner, 
Lois[Gartner.Lois@epa.gov]; Powell, Dan[Powell. Dan@epa.gov]; Barr, Pamela[Barr.Pamela@epa.gov] 
From: Staicup, Dana 

Sent: Fri 8/14/2015 8:14:02 PM 

Subject: RE: TIFSD Staffing for an OSRTI Desk at the EOC 


Thanks - I’ll check in early Monday with Jeff and we’ll figure it out. Really appreciate the 
legwork. - Dana 


Dana Staicup 

Director, Assessment and Remediation Division 

OSWER/Office of Superfund Remediation and Technology Innovation (OSRTI) 
Desk -703-603-8702 
Cell - 202-309-5473 



From: Gervais, Gregory 

Sent: Friday, August 14, 2015 4:03 PM 

To: Staicup, Dana 

Cc: Fitz-James, Schatzi; Heimenuan, Jeffrey; Turner, Gary; Fiedler, Linda; Pachon, Carlos; 
Adam, Michael; Mahoney, Michele; Gartner, Lois; Powell, Dan; Barr, Pamela 
Subject: TIFSD Staffing for an OSRTI Desk at the EOC 


Dana, 
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As requested, I did some checking for technical staff available to provide coverage at the OSRTI 
desk at the EOC during the Gold King Mine incident. They have mining site issues experience or 
are able to reach back for that kind of technical support elsewhere in OSRTI, the regions or 
ORD. We can identify more folks as needed. I understand that coverage would be 8:30a-6p. 
Some of these folks may have never been to the Emergency Operations Center so they may need 
some brief directions/instructions. Dan and I are both on leave next week, so between Jeff, Gary 
(acting for Dan) and Linda (acting for me) you have several people through which to coordinate 
(tagging people to go to the EOC on specific days as nobody has been assigned yet; identifying 
more TIFSD PY staff to help at the EOC). 


Michael Adam 
Linda Fiedler 
Michele Mahoney 
Carlos Pachon 


Best, 


Greg 


Greg Gervais, P.E. 

Chief, Technology Assessment Branch | EPA OSWER OSRTI TIFSD 
1200 Pennsylvania Ave NW, MC 5203P | Washington, DC 20460 

703-603-0690 (o) | 571-289-2998 (c) | gervais.gregorv@epa.gov | epa.gov/superfund | clu-in.org 
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